Drill a 7/16 inch hole for mounting. 


RH tail stop 42y in from flasher 


SWITCH 
LH front turn RH front turn 


another wiring product by 
12V in from brake switch 


LH tail stop . YA Amer ican 
m Autowire 


We Make Wiring Easy!! 


150 Helier Pi #17 W Beilrnawr, NJ 08031 856-933-0801 


500148 


DESCRIPTION: 


TOGGLE TURN 
SIGNAL SWITCH 
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